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PEEFACE TO  THE THIRD  GERMAN
EDITION

MANY important investigations in the field of gas
analysis have been published in the interval that has
elapsed since the appearance of the second edition
of this work, and it is with the idea of bringing
together these and his own experimental researches
that the author has been led to prepare this third
edition.

The division into technical and exact gas analysis
has been abandoned because, on the one hand, appa-
ratus originally intended for technical purposes may
advantageously be employed for many purely scien-
tific investigations, and, on the other hand, technical
analyses must often satisfy the most exacting de-
mands as to accuracy.

DR. WALTHEE HEMPEL.
DRESDEN,
November, 1899.
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